Losgngeles County Sheriff's Dqgartment 
Officer Involved Shooting 


Report Dat Bureau/Station/Facility x = 
мау, 2005 Compton Station 


Incident information 


URN 005-07108-2852-057 me: May 9, 2005 Te 0013 
City or Station: 3 Nature of Incident: Compton Station units are dispatched a shots fired call and the 
Compton Station vehicle described in the call is observed by a Compton unit. A pursuit ensues in a 
[Location Ml Butler Avenue circuitous route near the location. Suspect attempts to flee іп car outside 
‘containment but then stops, deps approach on foot, suspect attempts to strike 
deputies with suspect vehicle, 10 deputies open fire with 121 rounds on suspect. 
Location Type Lighting (circle only one) Incident Type (circle one or more): Initiated by (circle only опе). 
(circle one or more): paces Accidental Angst Warrant 
Backyard. 
Beach Teeing Susi Observation 
Business Other Foot Pursuit Опе Person Unit 
Freeway Street Lights Gun Take Away Other 
Industrial ovina Vehicig» Search Warrant 
Park Weather (circle only one) Sniper/Ambush Two Person Unit 
Parking Lot Clar > Startle 
Residence Cloudy Struggle Involved Prior Activity (circle only one): 
Rural Fog Traffic St Detective. 
School Rain med Ре! Inmate Transport 
Unintentional Other 
Distance:  CXehicle Риш 
Other: btwn. 25 - 50 ft. Warrant Service T 
[Total # of Shots Fired by Deputy | Total # of Shots Fired by Suspect | — warning Shot 
120 0 E Aero Unit? DX] Canine Unit? 
8 


Last Name LL [ShifTime (circle onty one): | ShiftType (circle only one): 
Shackelford Regular? Overtime — Off Duty 


^ Li 


Employee # Tast Name j |ShiftType (circio only опе}. 
Regular Overtime Off Duty 
Employee # Last Name y |ShiftType (circle only one): 


Regular Overtime — OffDut 


Non-Employee Witnesses 
First Name 


бани i 
^5" -—-- 


Zip Code Work Ph 


Last Name 


Street EM — | City | 
Last Name = 

Street Address | 

Last Name I — su 

Mild — —3—, ^ mum 


Supervisors 


City 


First Name 


N: First Name Т 
Last Name <Witness to shooting 


Involved in shooting 


O'Connor Joseph 
Tast Name First Name Mi | (circle one or more): 
On Duty 


Employee # 
Witness to shooting 


Present during shooting Involved in shooting 
Watch Sergeant 
Employee # 
Infante 
Watch Commander 
Employee # 


Hellmold James J. 


2 PSTD Use O! 


suit 4/458 43 


SH-R-438A rev. 3/97 See Reverse 


ө Officer Involved Shooting, URN: 


005-07108-2852-057 


Page 2 of 9 
Rollout Information 
‘Arrival Date Arrival Time omitted Date of Recommendation 
May 9, 2005 0215 hrs. June 8, 2005 
Employee # Last Name First x 
ov^-— Stunson Nam David ME 
loyee # Last Name First 
frc —— Landreth капу м L, 
Employee # Last Name 3 First 
[ж] Jennings NamRickey MU. 
| Shooting / Force information 
Method Type of Injury Body Part Injured 
(AW) Arwen (OV) Other Weapon: Vehicle. (AB) Abrasion (AD) ‘Abd 
(BC) Baton:(Control) (OB) Other Weapon: Blunt Object a 28 (0) Юте 
(8) Baton:{Impact) (00) Other Weapon: Other (BRI. "Bree (Ак). - Anke 
(BF) Bodily Fluids (PK) Personal Weapon: Feet/Leg: (Kick) (Uy Вт ` (AR) Ат 
(CN) Canine (PS) Personal Weapon: Feet/Leg: (Sweep) (CP) Complaint of Pain (BK) Back 
(CR) Carotid Restraint (PH) Personal Weapon (Hand/Arm) (CO) ^ Concussion (BT) Buttocks 
(CH) Сһоке Hold (PP) Personal Weapon (Push) (DH) Death (CH) Chest 
(CT) Control Holds:(Contro! Techniques) (РО) Personal Weapon (Other) (DI) Dislocation (EL) Elbow 
(TT) Control Holds:(Team Takedown) (RS) Resistance (DB) Dog Bite (FA) Face 
(TD) Control Holds:(Takedown) (CN) Restraint Device (Capture Net) (FR) Fractures (FE) Feet 
(CE) Chemical (RH) Restraint Device (Handcuffs) (GS) Gunshot (FI) Fingers. 
(OC) ^ Chemical Agents (OC Spray) (HB) Restraint Device:Hobble (Legs Only) (HB) ^ Human Bite (GE) Genitals 
(TG) ^ Chemical Agents (Tear Gas) (TP) Restraint Device:Hobble (TARP) (LC) ^ Lacerations (GR) Groin 
(EX) Explosives (RE) Restraint Device: REACT Belt (ND) Меме Damage HD) Hand 
(FH) Firearm (Handgun) (SP) Sap (OD) Огап Damap t e 
(FR) Firearm (Rifle) (SH) Shield End Pass n p ra 
(FS) Firearm (Shotgun) (SG) 37mm St 
(FO) Firearm {Othe Б) Sting Ball ^^. (PW) Puncture Wound (IN) мета 
(FB) Flashbang (ST) Stun Bag fem A Neva cone "n Knees 
(FL) Flashlight R) Taser iprain/Twist Leg 
(OE) Other Weapon: Edged w Uncooperative (UN) Unconscious (NK) Мек 
(SH) Shoulder 
Brand (RM) Refused Med Treatment | (WR) Wrist 
(АК) АКАТ (V) — Iver Johnson R) RGI 
(BN) Benelli (JE) Jennings (RO) Rossi (NN) МОМЕ 
(BR) Beretta (LO) Lordin (SW) Smith & Wesson 
(BW) Browning (LU) Luger (SR) Sturm Ruger 
(CH) Charter Arms (MA) Marin (ST) Stering Caliber 
(CO) Cot (MO) Mossberg (TA) Taurus = 
(DA) Davis Industries (NC) NCI aka SKS (WE) Weatherby (9 9mm (24) 243caliber (41) .410 guage 
(GL)  Gloci (NA) North American (WN) Winchester (10 10mm (25) .25 caliber (44) — 44caliber 
(HA) ^ Harrington & Richardson (NO) Norinco (US) US Government (12) 12 guage (30) .308 caliber (45) 45 caliber 
(H) Ні Standard (RA) Raven (ҮҮ) Handmade (Inmate) (20) 20 guage (35) .357 caliber (50) 50 mm 
(HK) H&K (RM) Remington (XX) Homemade (Non-nmate) |(21) -22-250 (30) 30-60 caliber (SL) Slug 
(T) Ithica (RG) RG QZ) Other Brand (22) -22caliber (38) 38 caliber (WW) Other caliber 


FORCE APPLIED (one code per block) 


(23) .223 caliber ^ (40) .40 caliber 


Used By | Used Against | Method | Brand | Caliber | Authorized) Authorized | Type of injury | Body Part 
(E# or S#) | (E#or S#) | (Code) | (Code) | (Code) (VIN) " УМ) ш (Code) (Code) 

BR Y Y GS 

E#2 SH FH BR 9 Y Y GS 

E#3 SH FH BR 9 Y Y GS 

[71 SH FH BR 9 Y Y GS 

E#5 SH | FH HK 45 Y Y GS 

EHS sn FH HK 45 Y Y GS 

ЕЙТ SH FH BR 9 Y Y GS 

ЕЙВ 5#1 ЕН BR 9 Y Y GS 

ET Sh FH BR 9 Y Y GS 

E#10 SH FH HK 45 Y Y GS 

SH En ov zz 

SH E#2 OV zz 

Окп.#Е Е#З ov pz [ BR CH 

SH Е#4 ov zz 

SH [25] ov zz 

Si E#6 ov zz 

E EST ov zz 

SH E#8 ov zz 


SH-R-438A rev. 3/97 


See Front Side 


ө Officer Involved Shooting, URN: —005-07108-2852-057 
Page 3 of 9. 


Rollout Information 


Arrival Date Arrival Time Date Submitted Date of Recommendation 
May 9, 2005 0215 hrs. June 8, 2005 

Employee # Last Name First 

-— Stunson Nan David MT; 

imployee # Tast Name First 

eo^ - Landreth Naml -arry мү. 
Employee # Last Мате К First | 

did == Jennings NamRickey Mt Dp: 

Shooting / Force Information 
Method, bat йы -— Type of Injury Body Part Injured 
en ( r Weapon: Vehic i 
(BC) Baton:(Contro!) (OB) Other Weapon: Blunt Object oe CO) де 
(BI) ^ Baton:(Impact) (00) Other Weapon: Other P. we (АК) "d 
(BF) Bodily Fluids (PK) Personal Weapon: Feet/Leg: (Kick) (BU) Вит (AR) Ат 
(CN) Canine (PS) Personal Weapon: Feet/Leg: (Sweep) (CP) Complaint of Pain (BK) Back 
(CR) Carotid Restraint (PH) Personal Weapon (Hand/Arm) (CO) Concussion (BT) Buttocks 
(CH) ^ Choke Hold (PP) Personal Weapon (Push) (DH) Death (CH) Chest 
(CT) Control Holds:(Control Techniques) (РО) Personal Weapon (Other) (0) Dislocation (EL) Elbow 
(TT) — Control Holds:(Team Takedown) (RS) Resistance (DB) Dog Bite (FA) Face 
(TD) — Control Holds:(Takedown) (CN) Restraint Device (Capture Net) (FR) Fractures (FE) Feet 
(CE) Chemical (RH) Restraint Device (Handcuffs) (GS) Gunshot (FI) Fingers 
(OC) Chemical Agents (OC Spray) (HB) Restraint Device:Hobble (Legs Only) (HB) Human Bite (GE) Genitals 
(TG) Chemical Agents (Tear Gas) (TP) Restraint Device:Hobble (TARP) (LC) ^ Lacerations (GR) Groin 
(EX) Explosives (RE) Restraint Device: REACT Belt (ND) Меме Damage (HD) Напа 
(FH) Firearm (Handgun) (SP) Sap (00) Огап Dama hey teed! 
(FR) Firearm (Rifle) (SH) Shield e Pe ge ue 
(FS) Firearm (Shotgun) (SG) 37mm Stinger PA. «comes (H) нр 
(FO) Firearm (Other) (SB) Sting Ball (PW) Puncture Wound (IN) Internal 
(FB) Flashbang (ST) Stun Bag (SD) Soft Tissue Damage (KN) Knees 
(FL) Flashlight (TR) Taser (ST) Sprain/Twists (LE) Leg 
(OE) Other Weapon: Edged (UC) Uncooperative (UN) Unconscious (NK) — Neck 
(SH) Shoulder 
Brand (RM) Refused Med Treatment (WR) Wrist 
(АК) AK-47 (М) Iver Johnson RI) RGI 
(BN) Benelli ШЕ) Jennings (RO) Rossi 
(BR) Beretta (LO) Lorcin (SW) Smith & Wesson 
(BW) Browning (LU) Luger (SR) Sturm Ruger 
(CH) Charter Arms (MA) Marin (ST) Sterling 
(CO) Со (MO) Mossberg (TA) Taurus 
(DA) Davis Industries (NC) NCI aka SKS (WE) Weatherby (9) отт (24) .243 caliber (41) .410 guage 
(GL) Glock (NA) North American (WN) Winchester (10) 10mm (25) .25 caliber (44) 44 caliber 
(HA) Harrington & Richardson (NO) Norinco (US) US Government (12) 12 guage (30) .308 caliber (45) 45 caliber 
(Н) Ні Standard (ВА) Raven (ҮҮ) Handmade (Inmate) (20) 20 guage (35) .357 caliber (50) 50mm 
(HK) H&K (RM) Remington (XX) Homemade (Non-inmate) [(21) 22-250 (36) 30-60 caliber (SL) Slug 
(D са (RG) RG (ZZ) Other Brand (22) 22celiber (38) .38calber (WW) Other caliber 
(23) .223caliber (40) .40 caliber 


FORCE APPLIED (one code per block) 


Authorized | Authorized 
Weapon? | Ammunition? 
(YIN) (Y/N) 


Used By | Used Against | Method Brand 
(E# or S#) | (E# or S#) (Code) (Code) 


Type of Injury | Body Part 
(Code) (Code) 


SH-R-438A rev. 3/97 See Front Side 


Officer Involved Shooting 


Involved Employee Information 
URN: ___005-07108-2852-057 


Page 4 of 9 


olved Empio 
Employee #, Last Name First Name. мі. 
a | Aguilar Henry J. 
Sex Race: Rank Unit Assignment [Work Assignment (Unit #, Module, etc 
M H deputy sheriff Compton Station 282 
ShiftTime (circle only one): ShiftType (circle only one): E Substance Used: 
[EM Рм Doy Overtime Off Duty | !Mtoxication/Drug Usage? | 
Hospital Admission? Hospital Name Coroner Case? Coroner Case f Interviewed? [x] 
Hrs of sleep prior to shooting: | Duty Time (hrs) [Clothing (eirele only one) ‘Other Factors: 
8 hrs. BERNE | сосе Rad Jacket w Vest 
[Age Height Weight: Plain Clothes wi Vest Uniform no Vest 
28 5-06 180 | Raid Jacket no Vest_ Uniform wi Vest 
Range Qualification Date: Г 7729 Laser Training Date: тис 


Certified with Weapon Used? M | Petro! p | (Certfication Unit ummm Prior Shootings? [ | Number of Porti mor E 
Field Training Officer Emp —— Name һем” г] First Name иш "а 


Field Training Officer Emp = Last -— First Name ШЕЙ MI. ий 
MI 


Employee. Last Name. First Name 
poU Bolder Vergilian hs 
Sex: Race: Rank Unit Assignment Work Assignment (Unit #, Module, etc. ): 
M W. deputy sheriff Compton Station 285 
[Shifitime (circle ол/у оле). | Shift ype (circle only one): Г] | Substance Used: 


Intoxication/Drug Usage? 


PM Day Overtime _Off Duty 


Coroner Case # 
Hospital Admission? [_] | Hospital Name: | Coroner Case? == Interviewed? B] 
Hrs of sleep prior to shooting: | Dut [Clothing (circle only one): Other Factors: 
Plain Clothes no Vest Кай Jacket w/ Vest 
Age: Weight: Plain Clothes wi Vest Uniform no Vest. 


195 | Raid Jacket no Vest 


4 
Range Gualicaion MEME [PPC Qualification Date Г ЕЕ aa 
Certified with Weapon оне? | Patrol Certification? [E] (076^ Uni | | Prior Shootings? | ^^ of Por Shootings [| | 


T ыы £ 
Field Training Officer Emp # Last Name First Name Mi 
Employee # Last Name t Name МІ 
ЕЗ) zz Clark Edward E. 
Sex: Race: Rank . Unit Assignment Work Assignment (Unit #, Module, eic): 
M Ww deputy sheriff Compton Station 286 
[ShitTime (circio only one): — | ShiftType (circle only one) Substance Used 
PM рау | Overtime Off Duty | 'PloxicationDrug Usage? О 
Hospital Admission? Hospital Name: Coroner Case? Coroner Case E interviewed? [Ж] 
Hrs of sleep prior to shooting: Clothing (circle only one): Other Factors: B 
8 hrs. Plain Clothes no Vest акі Jacket w/ Vest 
Age: Height Plain Clothes wi Vest Uniform no Vest 


30 5-06 Raid Jacket no Vest 
Range Qualification Date: PPC Qualification Date: Laser Training Date: | | 
Certified with Weapon m | Patrol Certification? fg [Certification Unit | Е Shootings A] Number of Por Shootings: | 
i шш — | —_ | М ШШ 
Ft ang OTe ggg Газ! ате 7] Fret Nore — м ШШ 


SH-R-438A rev. 3/97 See Other Side 


Officer Involved Shooting 


Involved Employee Information 
URN: ___005-07108-2852-057 


Page 5 of 9 


x involved Employee i k | 
Empl Last Name First Name MI. 
AM Т Formica Willam Í 


Sex: Race: Rank Unit Assignment [Work Assignment (Unit tt, Module, etc. ): 
M Ww deputy sheriff Compton Station 283A 
ShiftTime (circle only one): ‘ShiftType (circle only one): x E Substance Used: 
[сэ РМ Day Overtime Off Duty | !Mtoxication/Drug Usage? 
Hospital Admission? [ ] | Hospital Name Coroner Case? Corner Сое Interviewed? [SQ] 
Hrs of sleep prior to shooting: | Duty Time (hrs) [Clothing (circle only one) Other Factors 
8 hrs. SE Plain Clothes no Vest Raid Jacket w/ Vest 

‘Age: Height Weight: Plain Clothes wi Vest — Uniform no Vest 

32 6-01 220 Raid Jacket no Vest. Uniform wi Vest 
Range Qualification Date: Es PPC Qualification Date: zz Laser Training Date: ШШШ 


Certified with Weapon ET | Patrol €— | [Cordlication Unit ч Prior shootings | Number of Prior Shootings: mz 
Field Training Officer Emp # (ast are es First Name М! 


Field Training Officer Emp # Last Name First Name Wi 
в | Employee #4 Last Name FirstName MI 
Е 5 и | Haggerty Michael 8. 

Sex Race: Rank Е Unit Assignment : Work Assignment (Unit #, Module, еіс.) 

M w deputy sheriff Compton Station 283 P.M. 
SiTime (circio only ono; | Shifllype (circle only one}: : que " Substance Used: 

EM Day equa Overtime Off Duty | "'xcatonDrug Usage? 
Hospital Admission? Hosptial Мате: Coroner Case? Coroner Cosa t Interviewed” [Ж] 
His of sleep prior to shooting: | Duty Time (hrs [Clothing (circle only one): Other Factors 
8 hrs. Plain Clothes no Vest Raid Jacket w/ Vest 
[Age Height: Weight: Plain Clothes wi Vest — Uniform no Vest 
29 6-00 205 Raid Jacket no Vest Uniform wi Vest 

Range Qualification Date: ==] PPC Qualification Date: Laser Training Date: zea 


Certified with Weapon m | Patrol Certification? NLIS =a Prior Shootings? | | Number of Prior Shootings: Ng 
Field Training Officer Emp = Last Name Г] First Name mm Mi = 
Field Training Officer Emp # Last Name [Б] First Мате MI. 


Employee if Last Name First Name MI. 
es| г Е Molina Jason nmn 
Sex Race: Rank Unit Assignment Work Assignment (Unit #, Module, etc.) 
M H deputy sheriff Compton Station 281 
їїїїїтө (circle only one), | ShiftType (circle only one) т Substance Used 
EED PM Day Overtime Off Duty Intoxication/Drug Usage? 
Hospital Admission? нии Coroner Case? кие Cone Interviewed? [Ж] 
Firs of sleep prior to shooting: | Duty Time (hrs) [Clothing (circle only one): ‘Other Factors: 
8 hrs. EEREFEEH Рат Clothes no Vest Кай Jacket w/ Vest 
Age: Height: Weight Plain Clothes wi Vest Uniform no Vest 
29 5-06 ATO | Raid Jacket no vest | 
Range Qualification Date: ая | РРС Qualification Date: Гг] Laser Training Date: 


Certified with Weapon mm | Patrol Certification? | | сатаа Unit | |] Prior Shootings? [x] | Number of Prior Shootings: 4 


Field Training Officer Emp = Last — First Name Em М1. [irs] 
Field Training Officer Emo # MEE Last Name 1 First Name =] MI. m 


SH-R-438A rev. 3/97 See Other Side 


Officer Involved Shooting 


Involved Employee Information 
005-07108-2852-057 


URN; 
Page 
Involved Employee 
т | Employes # Last Name rst Name MI. 
E Montenegro John C. 
Sex: Race: | Rank Unit Assignment: Е Work Assignment (Unit #, Module, etc. 
M H deputy sheriff Compton Station 284A 
ShitTime (circle only one). — | ShiffType (circle only ono) 5 Substance Used: 
rep) PM — Day Overtime Off Duty | Intoxication/Drag Usage? 
© 
Hospital Admission? Hospital Мате Coroner Case? ај Interviewed? [5] 
rs of sleep prior to shooting: | Duty Time (hrs) [Clothing (circle only one): Other Factors: 
8 hrs. Plain Clothes no Vest Каі Jacket w/ Vest 
Age Height Weight: Plain Clothes wi Vest ^ Uniform no Vest 
28 5-07 155 | _ Raia Jacket no vest » 
Range Qualification Date: г ^^ o" EN (070 EE 


Certified with Weapon m | Patrol d | [Certification Unit == 


Prior Shootings? | m 


Number of Prior Shootings: 


Field Training Officer Emp E Name = —] 


First Name 


МІ 


Field Training Officer Emp # Last Name 


First Name 


Employee ff, Last Name First Name . 
Е 8 = Neal Patrick L. 
Sex Race: Rank А Unit Assignment z Work Assignment (Unit #, Module, otc 
M. B deputy sheriff Compton Station 281A 
‘ShiftTime (circle only one): ‘ShiftType (circle only one): Substance Used: 
PM Day Overtime Off Duty Intoxication/Drug Usage? 
с * 
Hospital Admission? [ ] | Hospital Name Coroner Case? enne Cant Interviewed? [Ж] 
Hrs of sleep prior to shooting: | Duty Time (hrs) [Clothing (circle only one) Other Factors: 
8 hrs. Plain Clothes по Vest Raid Jacket w Vest 
Age _ Height Weight: Plain Clothes мі Vest Uniform no Vest 
6-00 250 | Raid Jacket no vest 
Range Qualification Date: | ete = 1] Laser Training Date: 
Certified with Weapon m | Patrol Certificato MM Сеет on ШЕШ io shootings p | Number ProrShootnos: 2 


Field Training Officer Emp ш Мате Шш 


First Мате =z 


"E 


Field Training Officer Emp = Last Name mm First ш MI. ш 


Employee # Last Name First Name МІ 
|. Terry Clyde L. 
Sex Race: Rank Unit Assignment Work Assignment (Unit #, Module, etc.) 
M B deputy sheriff Compton Station 282A 

ShiftTime (circle only опе): _ | ShiftType (circle only one) ] Substance Used Е 
[сэ] PM Day Overtime Off Duty | !ntoxication/Drug Usage 

Hospital Admission? Hospital Name: Coroner Case? Coroner. Cone # Interviewed? 50 
Firs of sleep prior to shooting: | Duty Time (hrs): [Clothing (circle only one): Other Factors: 

8 hrs. ey Plain Clothes no Vest Raid Jacket w/ Vest 
Аде: Height: Weight: Plain Clothes wi Vest Uniform no Vest 
41 6-01 220 | наа Jacket no Vest 
Range Qualification Date: PPC Qualification Date: ira — $4 Laser Training Date: 


[Certification Unit: mm 


Certified with Weapon Used? Г | Patrol Certification? MM 


Prior Shootings И 


Number of Prior Shootings: [29] 


Field Training Officer Emp. Т | Last Nene 1 


First — 


"- 


Field Training Officer Emp. i a Name [==] 


First _ | 


"E 


SH-R-438A rev. 3/97 See Other Side 


Officer Involved Shooting 


Involved Employee Information 
URN... 005-07108-2852-057 


Page 7 o 9 


involved Employee 


Last Name First Name MI 


Employee if, 
E10 =a Vargas Richard nmn 
Sex Race Rank Unit Assignment [Work Assignment (Unit #, Module, etc.) 
M H deputy sheriff Compton Station 284A 
ShiTime (evel oniy onej; | Shifilype (circle only оле): E E ИНИ Substance Used: 
PM Day Overtime Off Duty | !"toxication/Drug Usage? 
Hospital Admission? нинин Согопег Сазе? беч cent v Interviewed” [Ж] 
Hrs of sleep prior to shooting: | Duly Time (hrs) [Clothing (circle only оле): Other Factors: 
8 hrs. Plain Clothes no Vest Raid Jacket w/ Vest 
Аде: Height: Weight Plain Clothes wi Vest Uniform no Vest 
36 5-08 195 | Raia sasiet ro vest 
Range Qualification Date | oe Ь | Laser Training Date =n 
Certified with Weapon Used? | Patrol Certification? ЖЖ [eee Unt Г | Prior Shootings? Number of Prior Shootings: — 4 
Field Training Officer Emp DL" Name First Name Mi 
Field Training Officer Emp # Last Name First Name Mi 
"ELT Last Name First Name MI 
Sex Race Rank Unit Assignment [Work Assignment (Unit #, Module, ei] 
|ShiftTime (circle only one): ShiftType (circle only one): к ‘Substance Used: 
EM РМ Day Regular Overtime Off Duty | Intoxication/Drug Usage? 
i гопег * 
Hospital Admission? Hospital Name: Coroner Case? Coroner Case Interviewed? 
Hrs of sleep prior to shooting | Duty Time (hrs) [Clothing (circle олу one) Other Factors 
Plain Clothes no Vest. Raid Jacket w/ Vest 
Аде Height Weight Plain Clothes wi Vest Unformno Vest 
Raid Jacket no Vest Uniform w! Vest 
Range Qualification Dato: PPC Qualification Date: Laser Training Date 
Certified with Weapon Used? Patrol Certification? [Certification Unit: Prior Shootings? Nummer of Prior shootings: 
Field Training Officer Emp # Tasi Мате First Name Мт 
Field Training Officer Emp # Last Name First Name [m 
ELI Last Name First Name MI 
Sex Race: Rank Unit Assignment Work Assignment (Unit #, Module, eic.) 
ShiftTime (все олу one), | ShifiType (circle only one): = Substance Used: 
EM PM Day | Regular Overtime OffDuty | '™Moreation/Drug Usage? 
Hospital Admission? Hospital Nan Coroner Case? тет Interviewed? 
His of sleep prior to shooting: Duty Time (hrs) [Clothing (circle only one) Other Factors: 
Plain Clothes no Vest. Raid Jacket w/ Vest 
Wage: Height Weight Plain CioheswiVest Uniform no Vest 
RedJeckenoVest — Unfomw Vest 
Range Qualification Date: PPC Qualification Date Laser Training Date 
Certified with Weapon Used? Patrol Certification? [certification Unit. Prior Shootings? Number of Рог Shootings: 
Field Training Officer Emp # Las Name Fist Name МТ 
Field Training Officer Emp # Last Name First Name м. 


SH-R-438A rev. 3/97 See Other Side 


е Officer Involved Shootiny 


Suspect Information 


Suspect Information 


URN: 


005-07 108-2852-057 


Page B of 9. 


E 


t : 

51 [os ате Hayes Winston E. 
AKA Last Name First Name МІ 
мет в [7T NENNEN um —?— EN "uy 
Fulda "wm иши — um 
Age: DOB Height Weight FBI# Cie 

44 04-19-61 3 220 
Booking # Primary Charge: Secondary Charge: 
8584087 245(C)PC 

Case # r1 
Coroner Case? Ferner | Intoxication/Drug Usage? Substance шей... 
‘Armed? Apprehended? DX | Mental iness? Criminal m | 

Vehicle Make Model: Year. 

Chevrolet 2000 

s Last Name MI. 
AKA Last Name. MI. 
Sex: Race: Street Address: City Slate & Zip Code: 
Work Phone: Home Phone: Social Security #: Driver's License #: i 
Age: DOB Height Weight Felt rr 
Booking # Primary Charge: Secondary Charge: 

Case # 
ond. Cale? Coroner носового Usage? Substance Used: 
‘Armed? Apprehended? Mental liness? Criminal History? 
Vehicle Make Model: Year: 
Last Name First Мате MI. 
AKA Last Name. First Name MI. 
Sex Race: Street Address: City State & Zip Code: 
Work Phone: Home Phone: | Social Security ff Driver's License #: 
Аде: DOB. Height: Weight: [| * [TI 
Booking # Primary Charge: ‘Secondary Charge 
я 
Coroner Case? [ ] Coroner, Case Intoxicaton/Drug Usage? Substance Used: 
Armed? Apprehended? Mental lliness? Criminal History? |_| 
Vehicle Make Model: Year. 

s Last Name First Name мі. 
АКА Last Name First Name Mi 
Sex: Race: Street Address: City State & Zip Code: 
Work Phone: Home Phone: Social Security #: Driver's License #: 

Age: D.O.B. Height: Weight FBI # cue 
Booking # Primary Charge: Secondary Charge: 
Coroner Case? Conc cir Intoxication/Drug Usage? ‘Substance Used: 
Armed? Apprehended? Mental illness? Criminal History? 
Vehicle Make Model: Year: 
See Other Side 


SH-R-438A rev. 3/97 


SUPPLEMH 


Los 


Last Мате 


TAL NON-EMPLOY 
ngeles County Sheriff's Départment 


WITNESSES 


Page 9 of 9 


Street Address. 


Last Name 


First Name 


Street Address 


a NN 


First Name 


Street Address 


Last ШШ | 


First Мате 


‘Street Address. 


Zip Code 
mum — m 


— — First — 
Street Address, Zip Code 
First Матеј 


a | 


Street Address pees oy - Code ~ Work 
| Last ШШ ] First Nare 
Street Address ~ Zip Code 
Last Name [ | First 7 BI Wi 
Street Address. Zip Code Work Ph mi" 
a ШШШ -EN Ы | 
treet Address - Zip Code Work Ph Home Ph 
Last Name | First Name, МТ 
reat Address Zip Code Work Ph um 

Last Name First Name Mi 
Street Address Zip Code Work Ph Home Ph 
Таз! Name First Name MI. 
Street Address Zip Code Work Ph Home PR 
Last Name First Name MI 

| Street Address Zip Code Work Ph Home Ph 
Last Name First Name MI 
Street Address Zip Code Work Ph Home Ph 
Таз Name First Name МІ 
Street Address Zip Code Work Ph Home Ph 
Tasi Name First Name MI 
‘Street Address Zip Code Work Ph Home Ph 


INVESTIGATIVE SUMMARY 

DEPUTY INVOLVED SHOOTING: HIT / DEPUTY & SUSPECT INJURED 
1AB#2147298 (SH# 2145843) 

URN 005-07108-2852-057 


DATE / TIME / LOCATION 


Monday, May 9, 2005 
0013 hours 
S. Butler Avenue, Compton 


IAB SHOOTING / FORCE TEAM 


Lieutenant Rick Jennings; Sergeant David Stunson and Sergeant Larry Landreth 
INVOLVED PERSONNEL 


AGUILAR, Henry J., Deputy ШШШ МН/25 sos 130 MENO 


Field Operations Region II 
Compton Station 


Date of Employment: 09/96 
Date Assigned to Patrol: 

Date Completed Patrol Training: 

Prior Shooting Incidents: 

Prior Founded Force Incidents: 


BOLDER, Vergilian J., Deputy MEME vie» 6-01 195 | alll 


Field Operations Region II 
Compton Station 


Date of Employment: 05/99 
Date Assigned to Patrol: ER 
Date Completed Patrol Training: 

Prior Shooting Incidents: 

Prior Founded Force Incidents: 


CLARK, Edward E, Jr., Deputy 4 мизо 506 17 EN 


Field Operations Region II 
Compton Station 


Date of Employment: 08/99 
Date Assigned to Patrol: mE 
Date Completed Patrol Training: Г | 
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Prior Shooting Incidents: 
Prior Founded Force Incidents: 


FORMICA, William J., Deputy A 32 со 220 EN 


Field Operations Region II 
Compton Station 


Date of Employment: 01/96 
Date Assigned to Patrol: |] 
Date Completed Patrol Training: 

Prior Shooting Incidents: 

Prior Founded Force Incidents: 


HAGGERTY, Michael S., Dep. MEM Mw/29 6-00 205 ИШ 
Field Operations Region II 
Compton Station 


Date of Employment: 10/99 
Date Assigned to Patrol: 


Date Completed Patrol Training: 
Prior Shooting Incidents: 
Prior Founded Force Incidents: 


MOLINA, Jason B., Deputy A мн 5-06 170 АШ 


Field Operations Region II 
Compton Station 


Date of Employment: 09/99 
Date Assigned to Patrol: | | 


Date Completed Patrol Training: 
Prior Shooting Incidents: 09/04 
Prior Founded Force Incidents: 


MONTENEGRO, Johnny C., Dep. MM MEV/36 5-07 155 a 


Field Operations Region II 
Compton Station 


Date of Employment: 

Date Assigned to Patrol: 

Date Completed Patrol Training: 
Prior Shooting Incidents: 

Prior Founded Force Incidents: 
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NEAL, Patrick L., Deputy И MB/36 6-00 250 NEN 


Field Operations Region II 
Compton Station 


Date of Employment: 04/99 
Date Assigned to Patrol: 

Date Completed Patrol Training: 

Prior Shooting Incidents: Two 


- 07/03 
- 03/04 - 
Prior Founded Force Incidents: 


TERRY, Clyde L., Deputy +A MB/41 со 220 шш 


Field Operations Region II 
Compton Station 


Date of Employment: 
Date Assigned to Patrol: 


07/91 
mm 
Date Completed Patrol Training: 
Prior Shooting Incidents: 


Prior Founded Force Incidents: 


VARGAS, Richard A., Deputy ЖШ э MH/36 5-08 195 E 
Field Operations Region II 
Compton Station 


Date of Employment: 04/89 
Date Assigned to Patrol: 


mum 
Date Completed Patrol Training: 
Prior Shooting Incidents: c — 
Prior Founded Force Incidents: 


SUSPECT 


Hayes, Winston Е. MB/44 6-03 220 


— Acsi inclu NN 


EMPLOYEE WITNESS 


Hellmold, James J., Lieutenant, A 


Compton Station 
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O’Connor, Joseph B., Sergeant, жш 
Compton Station 


Olesinski, Cynthia M., Deputy, E | 
Aero Bureau 


David A. Infante, Sergeant, жш 


Compton Station 


Seiko Tokuda, Lieutenant, жш 
Compton Station 


NON-EMPLOYEE WITNESSES 


E MB/50 
аа ж) FB/83 
MB/Adult 


[js FB/Adult 
FH/Adult 


a nut 
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MH/36 


= FB/48 


EE FB/Adult 


Em MH/51 


FH/27 
INJURIES 
Deputy Edward Clark 


Deputy Edward Clark was transported to Saint Francis Hospital emergency room in a radio car 
driven by Deputy Steven Shirley. He sustained one gunshot to the left upper chest area which was 
stopped by his ballistic vest. He sustained bruising and swelling to the flesh but no penetration of 
the bullet into his skin. 


Suspect Winston Hayes 


Initial reports to Homicide Detectives who contacted the Harbor General Hospital emergency room 
physician indicatedSuspect Hayes sustained four gunshot wounds including one to his left shoulder, 
one to his left jaw, one to his left index finger and one to his left ankle. The E/R doctor also advised 
that the toxilogical screening indicated the suspect tested positive for cocaine in his system. 


Subsequent reports indicated the jaw and shoulder injuries were gunshots but the ankle and finger 
injuries were almost certainly from broken glass cuts and not gunshots. On May 16, 2005, Homicide 
Detectives contacted medical staff at Harbor General Hospital who provided an expended bullet that 
had been recovered from the suspect during surgery. They delivered the bullet to Scientific Services 
Bureau where it was booked as evidence. 
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PHYSICAL EVIDENCE 


One-hundred and nineteen expended shell casings were accounted for and distributed on surfaces 
in various locations in the vicinity of p < —) block of Butler Avenue. Tire skid marks 
attributed to the suspect vehicle were also identified on Butler Avenue. 


Bullet impact strikes were noted in single family dwellings on Butler Avenue and in an apartment 
building on Myrrh Street. (Refer to Exhibit G, scene sketch/diagram and Exhibit H, field report 
prepared by Scientific Services Bureau, Forensic Identification Specialist). 


INVESTIGATOR OBSERVATIONS 


The location was comprised primarily of single family residential homes. The street was a somewhat 
narrower than average width for the typical tract home development. Most of the front yards were 


secured by both low-height retainer walls and wrought iron fences and gates. 


LIGHTING AND WEATHER CONDITIONS 


Hours of darkness on a clear night. 


WEAPONS USED BY INVOLVED DEPUTY PERSONNEL 


Deputy Aguilar: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Bolder: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Clark: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Formica: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 
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Department Issued Beretta 92F 9mm Semi-Automatic pistol 
Twelve 


— Issued Luger (Win) Ranger SXT 147gr. 


Department Issued Beretta 92F 9mm Semi-Automatic pistol 
Sixteen 


Ban Issued m x ш SXT 147gr. 


Department Authorized .45 caliber Semi-Automatic pistol 
Three 
Department Authorized Winchester Ranger “T” series 


Department Issued Beretta 92F 9mm Semi-Automatic pistol 
Seventeen 
Department Issued Luger (Win 
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Deputy Haggerty: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Molina: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Montenegro: 
Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Neal: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Terry: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Deputy Vargas: 

Service Weapon Type: 
Rounds Fired: 

Type of Ammunition Used: 
Date Last Qualified: 


Department Authorized H & K .45 caliber Semi-Automatic pistol 
Thirteen 
Department Authorized .45 caliber ammunition 


Department Authorized Н & К .45 caliber Semi-Automatic pistol 
Eleven 
Department Authorized .45 caliber ammunition 


Department Issued Beretta 92F 9mm Semi-Automatic pistol 
Twelve 


— Issued Luger (Win) Ranger SXT 147gr. 


Department Issued Beretta 92F 9mm Semi-Automatic 
Sixteen 


шолады Issued Luger (Win) Ranger SXT 147gr. 


Department Issued Beretta 92F 9mm Semi-Automatic pistol 
Sixteen 
Department Issued Luger (Win) Ranger SXT 147gr. 


Department Authorized H & K .45 caliber Semi-Automatic pistol 
Four 
Department Authorized .45 caliber ammunition 


WEAPON USED BY SUSPECT 


2000 Chevrolet Tahoe sports utility vehicle. 


PROPERTY DAMAGE 


Bullet strikes m I F ume Avenue, ES S Street. Refer to scene sketches and 
Evidence List (Exhibits G & H), by Forensic Scene Specialist Sue Baker. 
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CRIMINAL INVESTIGATOR/CHARGES FILED 


Investigators’ Names: Sergeant R. Garcia and Detective M. Robison, Homicide Bureau 
Charges: Felony Evading a Peace Officer 
Driving Under the Influence of Drugs 


SYNOPSIS 


Compton Station units were dispatched a “shots fired” ean in һе ык of Butler Avenue 
in Compton. The watch commander, who was in the field, broadcast additional information about 
the call, which led deputies to believe that the suspect was associated with p — was possibly 
also associated with a рпо 0 The handling unit attempted to make a traffic stop of the 
suspect but the suspect failed to yield, and the deputies then went in pursuit. Shortly after the Aero 
unit's arrival, the pursuit went into surveillance mode. Units shut off all lights and stopped on Myrrh 
Street, just north of the block of Butler. Within less than 30 seconds, the Aero unit advised the 
suspect had driven up on the sidewalk and it “looks like he’s going to get out." Ground units which 
were stopped on Myrrh, then immediately drove southbound and converged in I — lock of 
Butler. Anticipating a foot pursuit, they exited their radio cars. However, the suspect remained 
inside his vehicle, backed it off the sidewalk, and drove in reverse to the opposite side of the street, 
narrowly missing deputies who were on foot. Deputies were positioned on both west and east sides 
of the street. As the suspect vehicle backed northbound up Butler Avenue and then drove 
southbound, ten deputies opened fire on the suspect because they were in fear of their and their 
follow deputies’ safety. 


A total of 119 rounds were fired by deputies striking the suspect in the neck and jaw. The gunshot 
wounds were not life threatening to the suspect. One deputy was struck by gunfire in the left chest 
but his ballistic vest prevented it from penetrating. 


FOR II Chief Ronnie Williams requested an administrative investigation of the incident. The 
following personnel were named as Subjects: 


AGUILAR, Henry J., Deputy ШИ 
BOLDER, Vergilian J., Deputy AME 
CLARK, Edward E., Jr., Deputy E | 
FORMICA, William J., Deputy MEE 
HAGGERTY, Michael S., Dep. 0 
MOLINA, Jason B., Deputy 00 
MONTENEGRO, Johnny C., Dep. MEM 
NEAL, Patrick L., Deputy Ж ЕШ 
O'CONNER, Joseph B., MN 
SHIRLEY, Steven, Deputy, 

TERRY, Clyde L., Deputy AMEN 
VARGAS, Richard A., Deputy AM 
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SUBJECT STATEMENTS 


Deputy Aguilar was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 8, 2005], page 3, Exhibit B). He was laterinterviewed as a Subject by 
Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Bolder was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 8, 2005], page 5, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 1, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Clark was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 8, 2005], page 7, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Formica was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 10, 2005], page 12, Exhibit B). He was later interviewed as a Subject 
by Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Haggerty was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 11, 2005], page 8, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Molina was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 10, 2005], page 9, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 
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Deputy Montenegro was interviewed by Homicide Bureau detectives on May 9, 2005 (see 
Homicide Supplemental Report [May 8, 2005], page 4, Exhibit B). He was later interviewed as a 
Subject by Internal Affairs Bureau investigators on June 6, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Neal was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 11, 2005], page 4, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 3, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Sergeant O’Connor (a witness to the shooting) was interviewed by Homicide detectives (Internal 
Affairs Bureau Sergeant David Stunson sat in on the interview) on May 9, 2005 (see Homicide 
Supplemental Report [May 11, 2005], page 2, Exhibit B). Sergeant O'Connor was later named as 
a Subject and then interviewed by Internal Affairs Bureau investigators on June 7, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Shirley (a witness to the shooting) was interviewed by Homicide Bureau detectives (Internal 
Affairs Bureau Sergeant David Stunson sat in on the interview) on May 9, 2005 (see Homicide 
Supplemental Report [May 11, 2005], page 9, Exhibit B). He was later named a Subject and then 
interviewed by Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Terry was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 11, 2005], page 6, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 2, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order 
in this casebook). 


Deputy Vargas was interviewed by Homicide Bureau detectives on May 9, 2005 (see Homicide 
Supplemental Report [May 10, 2005], page 6, Exhibit B). He was later interviewed as a Subject by 
Internal Affairs Bureau investigators on June 1, 2005. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order in 
this casebook). 
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EMPLOYEE WITNESS STATEMENTS 


Deputy Cynthia M. Olesinski (Air-22 Observer) was interviewed by Homicide detectives on May 
9, 2005 (see Homicide Supplemental Report [May 8, 2005], page 8, Exhibit B). She was later 
interviewed as a witness by Internal Affairs Bureau investigators on June 7, 2005. She was offered 
the opportunity to have a representative present with her during the interview and she selected Dick 
Shinee, who was in attendance with her. 


Refer to Internal Affairs Bureau interview transcription (listed in alphabetical order in 
this casebook). 


Lieutenant James Hellmold was the Compton Station watch commander and he was out in the field 
on the shift in which the shooting incident occurred. On May 9, 2005, Homicide Bureau Sergeant 
Richard Garcia requested Lieutenant Hellmold to write a supplemental memorandum which he 
completed and submitted on May 10, 2005 (refer to Exhibit C, Watch Commander’s 
Memorandum). Lieutenant Hellmold was interviewed as a witness by Internal Affairs Bureau 
investigators on May 31, 2005. He was offered the opportunity to have a representative present with 
him during the interview and he declined. 


Refer to Internal Affairs Bureau casebook (Volume2 of 2) under Witness Interviews for 
his IAB interview transcription. 


Sergeant David Infante was interviewed by Internal Affairs Bureau investigators on May 31, 2005. 
He was assigned as the early morning watch sergeant on May 9, 2005. 


Refer to Internal Affairs Bureau casebook (Volume2 of 2) under Witness Interviews for 
his IAB interview transcription. 


Lieutenant Seiko Tokuda was interviewed by Internal Affairs Bureau investigators on May 31, 
2005, regarding his knowledge of the spike strips deployed during the May 9, 2005, incident. 


Refer to Internal Affairs Bureau casebook (Volume2 of2) under Witness Interviews for 
his IAB interview transcription. 
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CIVILIAN WITNESS STATEMENTS 


Witness И was interviewed on the night of the shooting at his residence by Internal Affairs 
Bureau and District Attorney investigators. 


Refer to Homicide supplemental reports for a summary of his interview. 
А. was interviewed on the night of the shooting at her residence by Internal 
Affairs and District Attorney investigators. She said she heard sirens, saw deputies with guns, heard 
“a lot” of shots being fired, but said she did not see the shooting. 

Refer to Homicide supplemental reports for a summary of her interview. 

Witness BEBE was interviewed the night of the shooting by Homicide detectives. 


Refer to Homicide supplemental reports for a summary of his interview. 


Witness EB as contacted by Homicide Bureau detectives the night of the shooting during 
their canvass of the neighborhood. 


Refer to Homicide supplemental reports for a summary of her interview. 


Witness И was contacted by Homicide Bureau detectives the night of the shooting 
during their canvass of the neighborhood. 


Refer to Homicide supplemental reports for a summary of her interview. 


Witness BB was interviewed by Homicide Bureau investigators on the night of the 
shooting. 


Refer to Homicide supplemental reports for a summary of his interview. 


Witness И was interviewed at his residence the night of the shooting by Internal Affairs 
and District Attorney investigators. He heard the gunshots but did not see the shooting. 


Witness EEE was interviewed by investigators the night of the shooting at his residence 
by Internal Affairs Bureau and District Attorney investigators. He stated that he heard sirens and later 
screeching of tires, a helicopter overhead and ten to 20 gunshots. He said he did not see the actual 
shooting however. He said that he was inside his home when he heard sirens and a “racing engine.” 
He heard the helicopter overhead and then soon after, he heard the gunshots but he did not go outside 
of his house. 
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ын. vas interviewed the night of the shooting by Homicide Bureau detectives. 
Refer to Homicide supplemental reports for a summary of her interview. 


Witness EE was contacted by Homicide Bureau detectives the night of the shooting during 
their canvass of the neighborhood. 


Refer to Homicide supplemental reports for a summary of her interview. 
Witness Ə was contacted by Homicide Bureau investigators on the night of the shooting. 
Refer to Homicide supplemental reports for a summary of her interview. 


Witness | was interviewed by Homicide Bureau detectives at his home the night of the 
shooting. 


Refer to Homicide supplemental reports for a summary of his interview. 


Witness EEE was interviewed by Homicide Bureau detectives at her home the night of the 
shooting. 


Refer to Homicide supplemental reports for a summary of her interview. 


SUSPECT’S STATEMENTS 


Homicide Detectives contacted Suspect Winston Hayes in a treatment room at the hospital. Upon 
introducing themselves and stating their purpose for contacting him, the suspect told them he didn’t 
know who shot him and the he was parked on the street. They told him that they would need to 
advise him of his rights before they could question him. He told them he had been smoking what he 
believed was “Ice,” and then he said he didn’t want to talk further with investigators until he spoke 
with his doctor. When detectives told him they would bring the emergency room doctor over to him, 
the suspect said he was too “high” to talk with them and then he turned away from them, ignoring 
them. 
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